MEMPHIS, TENN 


Entrance to Shelby County Court House at r 
Memphis, Tenn. This building was constructed ^ 
about 1912 of Indiana limestone. Classic fig- ^ 
ures, such as those shown in the photograph, < 
are at the main entrances. 
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